DOCKETED ITEMS       11

9005230235 Forwards agenda for NRG Region I Radiation Protection Managers Confer-
ence   on   900523-24   in   King   of   Prussia.PA.   Agenda   items   include.exposure
controls.radiological consequences of unexpected crud bursts & prenatal exposure.
KNAPP.M.R. Region 1, Ofc of the Director. 90/05/02. KADAK.A.C. Yankee Atomic
Electric Co. 6pp. 53892:301-53892:306.

9005110222 Forwards list of issues that should be addressed at 900509 meeting on re-
actor vessel integrity.

WESSMAN.R.H. Project Directorate I-3. 90/05/07. PAPANIC.G. Yankee Atomic Elec-
tric Co. 4pp. 53812:209-53812:212.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005220229 Summary of 900509 meeting w/util re utii evaluation of reactor pressure
vessel & NRC concerns w/condition of primary sys component.List of attendees &
viewgraphs encl. Listed consultants also attended meeting.

SEARS.P.M. Project Directorate I-3. 90/05/15. PAPANIC.G. Yankee Atomic Electric
Co. 71pp. 53906:003-53906:073.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005230228 Summary of 900503 meeting w/util re individual plant evaluation.Supporting
info encl.

SEARS.P.M. Project Directorate I-3. 90/05/18. WESSMAN.R.H. Project Directorate I-
3. 186pp. 53919:050-53919:235.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030379 "Yankee Nuclear Power Station Annual Radiological Environ Operating
Rept.1989." W/900427 Itr.
PAPANIC.G. Yankee Atomic Electric Co. 89/12/31. 71pp. 53736:012-53736:081.

9005180085 Monthly operating rept for Apr 1990 for Yankee Atomic Power Station.W/
900509 Itr.

CARROLL.K.. BERRY.R.L. Yankee Atomic Electric Co. 90/04/30. 6pp. 53860:120-
53860:125.

S. Reportable occurrences, LERs & related correspondence

9004300011 Part 21 rept re prefabricated socket welded flanges purchased from Dura-
tek Corp.Welds liquid penetrant tested & found satisfactory.

PAPANIC.G. Yankee Atomic Electric Co. 90/04/20. Document Control Branch (Docu-
ment Control Desk). 3pp. 53655:252-53655:254.

9005290241 PNO-l-90-042:on 9005Insecurity discovered unauthorized firearm behind
seat of contractor truck in protected area. Driver stated weapon hidden under numer-
ous other items & slipped his mind.Rrearm almost rusted closed.
DEXTER.T.W., SMITH.G. Region 1, Ofc of the Director. 90/05/21. 1p. 53937:323-
53937:323.

Q. Inspection reports, IE Bulletins & correspondence

9004270294 Responds to NRC 890216 Itr re concerns identified in Insp Rept 50-029/
89-80.Corrective action:appropriate off-normal operating procedure to address steam
generator tube rupture issue developed & implemented.

DEVINCENTIS.J. Yankee Atomic Electric Co. 90/04/23. Document Control Branch
(Document Control Desk). 3pp. 53633:102-53633:104.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005110072 Forwards Safety Insp Rept 50-029/90-04 on 900213-0402. Unresolved
item noted re omission of safety-related sys evaluated in response to NRC Bulletin
79-14 & pipe support deficiencies which warrant addl mgt attention.
JOHNSONJ.R. Region 1, Ofc of the Director. 90/04/30. ST LAURENT.N. Yankee
Atomic Electric Co. 2pp. 53813:198-53813:221.

-9005110075   Insp   Rept  50-029/90-04   on   900213-0402.Two   noncited   violations
noted.Major areas  inspectechoperational  safety, security.plant operations,maint &
surveillance.engineering support & radiological controls.
PASCIAK.W. Region 1, Ofc of the Director. 90/04/30. 22pp. 53813:200-53813:221.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York. Inc. 99pp. 53753:204-53753:302.

DOCKET 50-54 CINTICHEM

F. Security, medical, emergency & fire protection plans

9005150080 Requests that NRC requested changes to licensee physical security plan
ref in NRC 900205 Itr be rescinded due to vendor decision to decommission facility.
RUZICKA.W.G. Cintichem, Inc. 90/05/03. MICHAELS.T.S. Non-Power Reactors, De-
commissioning & Environmental Proj. Dir.(891001-900602). 1p. 53821:290-53821:290.

9005170216 Grants 900503 request that NRC 900205 requested changes to physical
security plan & reactor facility upgrades be recinded,based on intention to decommis-
sion facility.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/05/14. RUZICKA.W.G. Cintichem, Inc. 3pp. 53856:297-
53856:299.

G. Adjudicator/ correspondence

9005020311 Answer of Cintichem, Inc to request for hearing & petition for leave to inter-
vene as party submitted by Radwaste Campaign & Orange Environ, Inc.* Requests
that petitioner request for hearing be denied & petition dismissed.
ROSS.R.J. Cintichem, Inc. #290 10286. 90/04/23. Atomic Safety and Licensing
Board Panel. 16pp. 53571:192-53571:211.

-9005020315 Affidavit of F Fuest* Decision to close & decommission research reactor
irrevocable & efforts in progress to prepare decommissioning plan for submittal to
NRC. Certificate of Svc & appearance of counsel encl.
FUEST.F. Cintichem, Inc. 90/04/23. 4pp. 53571:208-53571:211.

9005150193 NRC Staff response to requests for hearing & petition for leave to inter-
vene of Radwaste Campaign & Orange Environ, Inc.* Petition should be dismissed as
mootW/Certificate of Svc & notice of appearance.

HOLLER.E. Assistant General Counsel for Hearings. #290 10309. 90/04/30. Commis-
sioners. 12pp,. 53741:001-53741:012.

9005150090 Memorandum & order (denying petition to intervene).* Terminates proceed-
ing & advises that petitioners may appeal decision by filing notice of appeal & support-
ing brief w/ ASLAB.W/Certificate of Svc.Served on 900508.

FRYE.J.H. Atomic Safety and Licensing Board Panel. #290 10339. 90/05/08. Cinti-
chem, Inc. 4pp. 53741:145-53741:148.

H. General correspondence

9005070194 Responds to 900329 Itr forwarding C Monaco request for licenses for all
nuclear plants in State of New York.

TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/04/25. BOEHLERT.S.
House of Rep. 4pp. 53747:192-53747:215.

-9005070224 Forwards 900321 Itr from C Monaco.Cortland County low level radwaste
coordinator requesting licenses of all New York state power plants & any amends ex-

BOEH^EI??^!.1 Souse of Rep.%0/03/29. COMBS.T. NRC - No Detailed Affiliation
Given. 2pp. 53747:212-53747:213.

-9005070236 Informs that Boehlert requested item changed to request for dates for
New York power plants plus Cintichem reactor.

RATHBUN.D. Congressional Affairs. 90/04/05. BLAHA.J. Dep Exec Dir for Nuc Matls
Safety.Safeguards & Operations Support (Post 890205). 2pp. 53747:214-53747:215.87 "Groundwater Flow & Quality &. Restoration Timing." W/12 oversize
